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NEWS 


wstewater  spiff  from  Colorado  gold  mine  triples  in  volume:  ERA 


Yahoo  News 

...  and  lead,  was  continuing  to  flow  at  the  rate  of  500  gallons  per  minute  on  Sunday,  four  days  after  the  spill 
began  at  the  Gold  King  Mine,  the  EPA  said. 

EPA: No  health  risks  to  wildlife  after  Colorado  mine  spill  - U.S.  News  & World  Report 

Yellow  waste  water  from  Colorado  mine  spill  reaches  New  Mexico  - Bangor  Daily  News 
Colorado  mine  spill  poses  no  risks  to  wildlife.  EPA  says  - WLS-TV 
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Wastewater  from  Colorado  mine  reaches  New  Mexico 

9NEWS.com 


About  1 million  gallons  of  wastewater  from  Colorado's  Gold  King  Mine  began  spilling  into  the  Animas  River  on 
Wednesday  when  an  EPA-supervised  ... 

EPA  savs  it  misjudged  Animas  spill,  apologizes  - KOAT  Albuquerque 
Wastewater  from  Colorado  mine  spill  reaches  New  Mexico  - azcentral.com 

Wastewater  Containing  Lead  and  Arsenic  Draining  from  Colorado  Mine  Reaches  New  - Celebrity  Cafe  - 
Entertainment  News  (blog) 


Full  Coverage 
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EPA;  Spill  3 times  larger  than  estimated;  Gov,  can’t  set  definite  timetable  for  clean- 
up 

The  Denver  Channel 

The  EPA  said  during  the  public  meeting  the  amount  of  heavy-metal  laced  wastewater  that  spilled  from 
Colorado's  Gold  King  Mine  into  the  Animas  ... 
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